DART AEROSPACE LTD 
VICTORIA INTERNATIONAL AIRPORT, CANADA 
DRAWING NO. [NE] 


D2486 SHEET 1 OF 1 
TME SCALE 
SIDEPLATE NTS 


R0.125 (TYP) 


90.128 (TYP) 


—— 795€ 


MATERIAL: 6061—T6, 0.125 THICK 


90.257 (TYP) 


R20.029 
CENTERED AT: 
(2.185,21.352) 
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